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Chapt 1, summarizes history of censorship as ce tool; Brit censorship in 
Ww I and US censorship of Army G2-Brit activities between WWI and II and 
lack of US preparation-British Bermuda Sta 1940-reveltions of German spy 
net operating in US-Brit coopn in establishing US chemical censorship- 
organization and functions Tech Ops Div (TOD)-conflicts with US Intell 


AgencieseLetr fr Brit Censorship documenting their denial that spy existed 
in their org in WW I = activities of TOD-statistfics on SW and cryto inter- 


cepts, Chapt 2, Liaison with War, Navy,O0SS,OSRD,FBL, Allied Censorship 
Chapt 3, lack of secret ink techniques and reliance on Britsx-developmt 
of labsework of NDRC Div 19,l~-the several private Labs subsequently to 
work for TSS;Chapt 4,Message Analysis prior to TOD- under TOD; Chapt 5 
non-technical analysis of suspected or subversive mail-organization, 
functions, procedures; Chapt 6, watchlists. 


Each chapter contains List of lessons Learned and recommendations for 


succesor organization, amongst them: "the need for a central intell 
organization", 
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